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1997 


BONDING SYSTEMS DIVISION 
SCOTCHMATE 


1. INGREDIENT 


C.A.S. NO. PERCENT 


NYLON (WOVEN MATERIAL) 

ACRYLATE ADHESIVE 

URETHANE BINDER 

DI-C8-10-BRANCHED ALKYL PHTHALATE, C9 

RICH 

N-VINYL-2-PYRR0LID0NE 


25191-90-6 

40.0 

- 58.0 

Unl^nown 

30.0 

- 50.0 

Unknown 

5.0 

- 10.0 

68515-48-0 

0.5 

- 2.0 

88-12-0 


< 0.1 


2. PHYSICAL DATA 


BOILING POINT: N/A 

VAPOR PRESSURE : N/A 

VAPOR DENSITY: N/A 

EVAPORATION RATE: N/A 

SOLUBILITY IN WATER: N/A 

SPECIFIC GRAVITY: N/A 

PERCENT VOLATILE: N/A 

pH: N/A 

VISCOSITY: N/A 


Abbreviations: N/D - Not Determined N/A - Not Applicable CA - Approximately 
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2. PHYSICAL DATA (continued) 


MELTING POINT: N/D 

APPEARANCE AND ODOR: 

Woven fabric, slight acrylate odor 

3 . FIRE AND EXPLOSION HAZARD DATA 


FLASH POINT: N/A 

FLAMMABLE LIMITS - LEL: N/A 

FLAMMABLE LIMITS - UEL: N/A 

AUTOIGNITION TEMPERATURE: N/A 


EXTINGUISHING MEDIA: 

Water, Carbon dioxide, Dry chemical. Foam 

SPECIAL FIRE FIGHTING PROCEDURES: 

None known. 

UNUSUAL FIRE AND EXPLOSION HAZARDS: 

No unusual fire or explosion hazards are anticipated. 

NFPA HAZARD CODES: HEALTH: 0 FIRE: 1 REACTIVITY: 0 

UNUSUAL REACTION HAZARD: none 


4 . REACTIVITY DATA 
STABILITY: Stable 

INCOMPATIBILITY - MATERIALS/CONDITIONS TO AVOID: 

None known. 

HAZARDOUS POLYMERIZATION: Hazardous polymerization will not occur. 

HAZARDOUS DECOMPOSITION PRODUCTS: 

None known . 

5 . ENVIRONMENTAL INFORMATION 


SPILL RESPONSE: 

Observe precautions from other sections. Collect spilled material. 


Abbreviations; N/D - Not Determined N/A - Not Applicable CA - Approximately 
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5. ENVIRONMENTAL INFORMATION (continued) 


RECOMMENDED DISPOSAL: 

Dispose of waste product in a sanitary landfill. Disposal 
alternative: Incinerate in an industrial or commercial facility in 

the presence of a combustible material. 

ENVIRONMENTAL DATA: 

Not determined. 

REGULATORY INFORMATION: 

Volatile Organic Compounds: N/A. 

VOC Less H20 & Exempt Solvents: N/D. 

Since regulations vary, consult applicable regulations or authorities 
before disposal. U.S. EPA Hazardous Waste Number = None (Not U.S. 
EPA Hazardous) . 

EPCRA HAZARD CLASS: 

FIRE HAZARD: No PRESSURE: No REACTIVITY: No ACUTE: Yes CHRONIC: No 


6 . SUGGESTED FIRST AID 


EYE CONTACT : 

Immediately flush eyes with large amounts of water. Get immediate 
medical attention. 

SKIN CONTACT: 

Wash affected area with soap and water. 

INHALATION: 

If signs /symptoms occur, remove person to fresh air. If 
signs/symptoms continue, call a physician. 

IP SWALLOWED: 

No need for first aid is anticipated. 


7. PRECAUTIONARY INFORMATION 


EYE PROTECTION: 

Avoid eye contact. 

SKIN PROTECTION: 

Avoid prolonged or repeated skin contact. 


Abbreviations: N/D - Not Determined N/A - Not i^plicable CA - Approximately 
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7. PRECAUTIONARY INFORMATION (continued) 


RECOMMENDED VENTILATION: 

Use in a well-ventilated area. Provide sufficient ventilation to 
maintain emissions below recommended exposure limits. If exhaust 
ventilation is not adequate, use appropriate respiratory protection. 

RESPIRATORY PROTECTION: 

Avoid breathing of vapors. Select one of the following NIOSH 
approved respirators based on airborne concentration of contaminants 
and in accordance with OSHA regulations: half -mask organic vapor 

respirator. 

PREVENTION OF ACCIDENTAL INGESTION: 

Wash hands after handling and before eating. Do not ingest. 

RECOMMENDED STORAGE: 

Store away from heat. Keep out of the reach of children. 

FIRE AND EXPLOSION AVOIDANCE: 

Not applicable. 


EXPOSURE LIMITS 


INGREDIENT 

VALUE 

; UNIT 

TYPE 

AUTH 

SKIN' 

NYLON (WOVEN MATERIAL) 

NONE 

NONE 

NONE 

NONE 


ACRYLATE ADHESIVE 

NONE 

NONE 

NONE 

NONE 


URETHANE BINDER 

NONE 

NONE 

NONE 

NONE 


DI-C8- 10 -BRANCHED ALKYL PHTHALATE, 

C9 RICH 

5 

MG/M3 

TWA 

CMRG 


N-VINYL-2 PYRROLIDONE 

0.1 

PPM 

TWA 

CMRG 

Y 

* SKIN NOTATION: Listed substances 

indicated 

with 'Y' 

under SKIN 

refer 

to 


the potential contribution to the overall exposure by the cutaneous route 
including mucous membrane and eye, either by airborne or, more particularly, 
by direct contact with the substance. Vehicles can alter skin absorption. 

SOURCE OF EXPOSURE LIMIT DATA: 

- CMRG: Chemical Manufacturer Recommended Exposure Guidelines 

- NONE: None Established 


8 . HEALTH HAZARD DATA 


EYE CONTACT: 

Eye contact is not expected to occur during normal use of the 
product . 

Vapors from heated material may cause eye irritation. 

Abbreviations: N/D - Not Determined N/A - Not Applicable CA - Approximately 
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8. HEALTH HAZARD DATA (continued) 


Mechanical eye irritation: signs/syir^Jtoms can include irritation, 
redness, scratching of the cornea and tearing. 

SKIN CONTACT: 

Mild Skin Irritation (after prolonged or repeated contact) : 
signs/symptoms can include redness, swelling, and itching. 

May be absorbed through the skin and produce effects similiar to 
those caused by inhalation and/or ingestion. 

INHALATION: 

Health effects from inhalation are not expected unless product is 
heated. 

Vapors of heated material may cause respiratory system irritation. 

WHILE THE FOLLOWING EFFECTS ARE ASSOCIATED WITH ONE OR MORE OF THE 
INDIVIDUAL INGREDIENTS IK THIS PRODUCT AND ARE REQUIRED TO BE 
INCLUDED ON THE MSDS BY THE U.S. OSHA HAZARD COMMUNICATION STANDARD, 
THEY ARE NOT EXPECTED EFFECTS DURING FORESEEABLE USE OF THIS PRODUCT. 

Liver Effects: signs/symptoms can include yellow skin (jaundice) and 
tenderness of upper abdomen. 

IF SWALLOWED: 

Ingestion is not a likely route of exposure to this product. 

CANCER: 

WARNING: Contains a chemical which can cause cancer. (88-12-0) (GAF 
Chemical Corporation) 

OTHER HEALTH HAZARD INFORMATION: 

Simulated customer use air sampling conducted on SJ3522/SJ3523 
Scotchmate indicates that it is highly unlikely that airborne levels 
of N-vinyl-2-pyrrolidone (NVP) will exceed the NVP manufacturer’s 
recommended exposure guideline of 0.1 ppm (eight-hour time-wieghted 
average) during normal customer use. Although our data indicates 
that it is unlikely to exceed recommended guidelines, it is inportant 
to monitor potential NVP exposures through the use of air sampling. 
Air sampling is the only way of determining potential NVP exposures 
and providing data which is representative of your particular 
operations . 


Abbreviations: N/D - Not Determined N/A - Not Applicable CA - Approximately 
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SECTION CHANGE DATES 


HEADING 


SECTION CHANGED SINCE February 11, 1997 ISSUE 


Abbreviations: N/D - Not Determined N/A - Not Applicable CA - Approximately 


The information in this Material Safety Data Sheet (MSDS) is believed to 
be correct as of the date issued. 3M MAKES NO WARRANTIES, EXPRESSED OR 
IMPLIED, INCLUDING, BUT NOT LIMITED TO, ANY IMPLIED WARRANTY OF 
MERCHANTABILITY OR FITNESS FOR A PARTICULAR PURPOSE OR COURSE OF 
PERFORMANCE OR USAGE OF TRADE. User is responsible for determining 
whether the 3M product is fit for a particular purpose and suitable for 
user's method of use or application. Given the variety of factors that 
can affect the use and application of a 3M product, some of which are 
uniquely within the user’s knowledge and control, it is essential that 
the user evaluate the 3M product to determine whether it is fit for a 
particular purpose and suitable for user's method of use or application. 

3M provides information in electronic form as a service to its customers. 
Due to the remote possibility that electronic transfer may have resulted 
in errors, omissions or alterations in this information, 3M makes no 
representations as to its conpleteness or accuracy. In addition, 
information obtained from a database may not be as current as the 
information in the MSDS available directly from 3M. 



